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Objective To offer the basic data about the causes and distribution of hand tingling, symptoms and physical 
findings, and pressure pain threshold in desk workers. 

Methods Five physiatrists participated in the screening test composed of history and physical examination. A 
total of 876 desk workers were evaluated and of them 37 subjects with hand tingling were selected. For further 
analyzing, detailed history taking and meticulous physical examination were taken. Pressure pain threshold 
(PPT) at the infraspinatus, upper trapezius, flexor carpi radialis, rhomboideus, and flexor poinds longus were 
examined. PPT measurements were repeated three times with two minute intervals by a pressure algometer. 
Electrodiagnostic study was done to detect potential neurologic abnormalities. 

Results The causes of hand tingling in order of frequency were: myofascial pain syndrome, 68%; cervical 
radiculopathy, 27%; rotator cuff syndrome, 11%; tenosynovitis, 8%; and carpal tunnel syndrome, 5%. The location 
of trigger points in the myofascial pain syndrome, which were proven to evoke a tingling sensation to the hand in 
order of frequency were: infraspinatus, 65.4%; upper trapezius, 57.7%; flexor carpi radialis, 38.5%; rhomboideus 
15.4%; and flexor pollicis longus 11.5%. The PPT of the affected side was significantly lower than that of the 
unaffected side in myofascial pain syndrome (p<0.05). 

Conclusion The most common cause of hand tingling in desk workers was myofascial pain syndrome rather 
than carpal tunnel syndrome. Common trigger points to evoke hand tingling were in the infraspinatus and upper 
trapezius. 
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INTRODUCTION 

The definition of the World Health Organization on 
work-related musculoskeletal disorders (WRMSDs) was 
focused on the disease creation due to repetitive use, 
which is the disorder on the muscle, tendon, peripheral 
nerves, and blood vascular system that can be created 
or advanced by the repetitive and consistent use of the 
physical body. The National Institute of Occupational 
Safety and Health defined as a concept including the 
appearance of the symptoms related with the occupa- 
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tion i.e., 'the case of consistency of more than a week or 
appearance more than once per month throughout the 
year of the symptoms of pain, stiffness, burning sensa- 
tion, and tingling on the neck, shoulders, elbow joint, 
forearms, hands wrist while the person who had not been 
injured from the accident is working involved in current 
occupation' [1]. 

As it was said, work-related musculoskeletal system 
disorders were referred as shoulder-arm-neck syndrome 
or repetitive strain injury because they are created from 
repetitive motion or cumulative traumatic disorders due 
to the accumulation of damages, but its terminology was 
clarified [2,3] as WMSDs including low back pain and 
lower limbs. 

The office workers in modern society have been in- 
volved in working on the visual display terminal (VDT). 
According to Ohara et al. [4] and Onishi et al. [5], VDT 
working is a task requiring the maintaining of consistent 
posture mainly on the upper limbs and the mental stress 
which may result in the disorders of pain, asthenia, ede- 
ma, and paresthesia on the musculoskeletal system such 
as the neck, shoulders, arms, and hands. In addition, it 
had been reported that the causes of WRMSD are vari- 
ous and its individual difference is big and similar with 
chronic regressive diseases in its features [6]. 

Hand tingling is an abnormal sense such as the numb- 
ness and tingling which can be experienced frequently in 
the first consultation. The neuropathy on the carpal tun- 
nel is doubted and evaluated usually when hand tingling 
is appealed, but the frequency of carpal tunnel syndrome 
has not been reported as a cause for hand tingling. Es- 
pecially, the study on the frequency and reason of hand 
tingling regarding work-related musculoskeletal system 
disease for office workers, the study subjects for this sur- 
vey are very rare. 

Accordingly, this study surveyed the reason, frequency 
and distribution of hand tingling which confront office 
workers frequently through listening on the disease his- 
tory in detail, physiochemical examination, and elec- 
trodiagnostic examination and this study will be a help 
toward the diagnosis and treatment of hand tingling for 
office workers in the future. 

MATERIALS AND METHODS 

Five physiatrists with more than 10 years of experience 



participated in the survey for 876 office workers who 
are working in a government-affiliated institute. The 
questionnaire survey on the general characteristics of 
all subjects was performed and 5 physiatrists examined 
the parts and the features of hand tingling through ques- 
tioning, and muscle weakness, muscular dystrophy, and 
paresthesia were examined and the physical examination 
such as Phalen's test, reversed Phalen's test, and Tinel's 
test were performed. Since there were many cases not 
detailing the specific part exactly, additional examina- 
tion on hand tingling was performed in the rehabilita- 
tion medicine department of tertiary university hospital 
in case of consistent hand tingling for at least 3 months 
while appealing the general hand tingling symptom in- 
cluding the palm, dorsum of the hand and fingers. 

It was impossible to set the control group without 
symptoms because of the characteristics for the large- 
scale musculoskeletal system disease examination proj- 
ect. Therefore, 37 individuals with symptoms in one side 
only were adopted as research subjects to set the healthy 
side without hand tingling as a control group in the 
same patients. The physiochemical examination, visual 
analogue scale (VAS) for hand tingling evaluation, ul- 
trasonic examination and electrophysiologic study were 
performed, and the pressure pain threshold was made in 
case of the existence of a trigger point. 

The criteria of examination on each of the work-related 
musculoskeletal system diseases estimated as a cause of 
hand tingling are as follows. There are clinical symptoms 
of muscular weakness, paresthesia, and restriction on the 
movement range of joint and pressure pain. The case of 
confirmed rotator cuff injury in the ultrasonic examina- 
tion as a positive opinion in the evoked tests of Neer's 
test, Hawkin's test and the empty can test was diagnosed 
as rotator cuff syndrome. In addition, there was muscular 
weakness, paresthesia, pain in joint movement, restric- 
tion on the joint movement range, pressure pain on the 
tendon and a positive sign of Finkelstein's test. The cases 
of confirmed edema and injury on the tendon by ultra- 
sonic examination were examined as tenosynovitis. There 
were the clinical symptoms such as pain in the cervical 
vertebral portion, radicular pain, muscular weakness and 
paresthesia and they were examined through the electro- 
physiologic study. 

Carpal tunnel syndrome was diagnosed by performing 
the electrophysiologic study together with the clinical 
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symptoms of muscular weakness, muscular dystrophy 
and paresthesia, Phalen's test, reversed Phalen's test, 
and Tinel's test. In case of confirmed pressure pain and 
a taut band by stimulating the muscle after exclusion of 
all above causes, the pain on the upper limb and referred 
pain were appeared and the appearance of the restriction 
on the movement range of the joint was diagnosed as 
myofascial pain syndrome. In case of suspicion as myo- 
fascial pain syndrome in the first examination, 13 mus- 
cles such as the cervical paraspinalis, levator scapulae, 
supraspinatus, teres minor, pectoralis minor, flexor carpi 
radialis (FCR), extensor indicis proprius, upper trapezius, 
rhomboideus, infraspinatus, pectoralis major, and bra- 
chioradialis, extensor carpi radialis were checked. In case 
of suspicion of hand tingling, the muscles on the forearm 
such as the flexor pollicis longus were checked. 

The authors measured the pressure pain threshold on 
two muscles of the trapezius and rhomboideus which 
were appealed as the places for hand tingling by the 
subjects and they were compared. The pressure pain 
threshold was measured by using the digital pressure 
pain machine FDX25 Force Gauge (Wagner Instrument, 
Richmond, TX, USA) and the measuring method is as fol- 
lows. The vertical force was applied to the examining part 
of examinees with the measuring device and they were 
instructed to sound "Ah" or raise the hand when the pain 
was felt by the pressing feeling on the examination part 
while the pressure was increased in constant speed of 1 
kg/ cm 2 . It was measured 3 times successively by checking 
10 muscles and taldng a rest for 5 minutes. This study was 
analyzed by using SPSS ver. 18.0 (SPSS Inc., Chicago, IL, 
USA). The independent t-test was used for general tech- 
nical statistics and VAS score comparison between male 
and female, the Pearson correlation analysis was used for 



Table 1. General characteristics of subjects 



Characteristic 


Value 


Male:female 


20:17 


Age (yr) 


41.0±6.5 


Height (cm) 


167.0±7.2 


Weight (kg) 


63.5±11.2 


Computer time (hr/day) 


7.3±2.0 


Visual analogue scale score 


4.0±1.9 


Male 


3.5±1.6 


Female 


4.6±2.1 



Values are presented as mean±standard deviation. 



the for the correlation between computer using time and 
VAS score, the paired t-test was adopted for the compari- 
son of pressure pain threshold between the unaffected 
side and the affected side, and the generalized estima- 
tion equation of general linear model was used for the 
difference in the average threshold on the affected side 
muscles. 

RESULTS 

General features of the subjects 

People who appealed the hand tingling totaled 37 out 
of 876 office workers and the prevalence of hand tingling 
was 4.2%. The average age was 41 years and males were 
20 and females were 17. The average time spend working 
on a computer during the day was 7.3 hours and the VAS 
score for hand tingling was 4.0 on average. The average 
VAS score was higher than males, but there was no statis- 
tically significant difference (Table 1). The correlation be- 
tween computer working hours and the correlation with 
the VAS score was analyzed, but it was not statistically 
significant. 

Causes of hand tingling 

The causes of hand tingling decided with the basis 
of the physiochemical test, disease history listening 
and electrophysiologic study were 25 persons (68%) of 
myofascial pain syndrome, the next was cervical ra- 
diculopathy, rotator cuff syndrome, tenosynovitis, and 
carpal tunnel syndrome in order (Table 2). The parts for 
radiculopathy was 1 person of C5 radiculopathy, 5 per- 
sons of C6 radiculopathy, 2 persons of C7 radiculopathy, 
and 2 persons of C8 radiculopathy. The average VAS for 
the subjects of myofascial pain syndrome was 3.9±2.2 
points, 2.2±0.6 points for cervical radiculopathy, 3.0±1.8 
points for rotator cuff syndrome, 3.7±3.0 points for teno- 
synovitis, and 5.0±0.0 points for carpal tunnel syndrome. 



Table 2. Causes of hand tingling in visual display terminal 
workers (n=37) 



Cause 


No. (%) 


Myofascial pain syndrome 


25 (68) 


Cervical radiculopathy 


10 (27) 


Rotator cuff syndrome 


4(11) 


Tenosynovitis 


3(8) 


Carpal tunnel syndrome 


2(5) 
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Four persons accompanied with cervical radiculopathy, 
2 persons accompanied with tenosynovitis, and 1 person 
accompanied with the rotator cuff syndrome out of 25 
subjects who were diagnosed with myofascial pain syn- 
drome. More than 2 diseases were accompanied to 7 sub- 
jects. 

The distribution of myofascial trigger points appealed 
by the subjects 

The biggest frequency of myofascial trigger points ap- 
pealed by the subjects was infraspinatus in 65.4%. The 
next were trapezius, FCR, rhomboideus, and pollicis 
longus in order. The results for the case of existence of 
myofascial trigger points at 1 muscle and the cases ac- 
companied with other muscles were the same with Table 
3. 

The analysis on the pressure pain threshold 

The infraspinatus on the right was 5.2±1.9 (kg/ cm 2 ) 
which was the highest in the pressure pain threshold sur- 
vey of the subjects. When the pressure pain threshold of 
the affected side and unaffected side was compared with 
25 persons corresponding to the myofascial pain syn- 
drome which was surveyed as the most frequent reason 
for hand tingling, the pressure pain threshold was lower 
in the affected side than the unaffected side (Table 4). But 
when the pressure pain threshold for 5 sick sides of the 
muscles was compared on 5 muscles out of 25 persons of 
myofascial pain syndrome, it did not show the significant 
difference. 

DISCUSSION 

Hand tingling is one of the symptoms which is faced 
most frequently in the 1st consultation and the hand tin- 
gling of office workers who are spending the majority of 
working hours on the computer was one of the most fre- 



Table 3. Distribution of trigger points in patients with 
hand tingling 



Muscle 


Solitary 


With others 


Total (%) 


Infraspinatus 


9 


23 


32 (65.4) 


Trapezius 


7 


21 


28 (57.7) 


Flexor carpi radialis 


4 


15 


19 (38.5) 


Rhomboideus 


1 


6 


7(15.4) 


Flexor pollicis longus 


1 


4 


5(11.5) 



quent musculoskeletal diseases. However, it is not easy 
to diagnose after excluding many causes because the 
causes of hand tingling are varied with vascular diseases, 
inflammation, tumor, trauma, endocrine, and nerve 
system disease [7-9]. The myofascial pain syndrome was 
the biggest cause of hand tingling on the VDT workers in 
this study. The next, in order, was cervical radiculopathy, 
rotator cuff syndrome, carpal tunnel syndrome, and te- 
nosynovitis. The different result where hand tingling is 
caused by the damage on the nerve was appeared. 

The pain of the dermatome corresponding to the spinal 
segment of myofascial trigger points can be a referred 
pain because the myofascial pain syndrome is a local 
pain syndrome which accompanies the myofascial trig- 
ger points and it was known that paresthesia can be in- 
duced [10]. The cases of the referred pain of the trapezius 
appearing to the fingers are rare in the previous reports 
and it was reported [11], that the referred pain was creat- 
ed to the wrist or fingers by the myofascial trigger points 
on the subscapularis, infraspinatus, teres major muscle, 
and serratus anterior. It was surveyed in this study that its 
frequency was as similar not only in the infraspinatus but 
also in the trapezius. It strongly implicates that the possi- 
bility influencing of myofascial pain syndrome at the tra- 
pezius on hand tingling actually. However, the possibility 
of hand tingling occurring is high due to the existence of 
myofascial trigger points simultaneously on the trapezius 
and other muscles. However, the hand tingling was ap- 
peared on 7 subjects with myofascial trigger points on 
the trapezius and it implies that myofascial trigger points 
contributed directly on the creation of hand tingling in 
the trapezius. In addition, the result showed the implica- 
tion that hand tingling can be made in the rhomboideus 
which is known as no radiating to the hands as the case 



Table 4. Comparison of pressure pain threshold between 
affected and unaffected sides in myofascial pain syn- 
drome (n=25) 



Muscle 


Affected 


Unaffected 


(kg/cm 2 ) 


(kg/cm 2 ) 


Infraspinatus 


3.8±1.5 a) 


4.2±1.6 


Trapezius 


4.2±1.3 a) 


4.5±1.3 


Flexor carpi radialis 


4.3±1.5 a) 


4.8±1.7 


Rhomboideus 


4.5±1.4 a) 


4.8±1.4 


Flexor pollicis longus 


4.3±1.5 a) 


4.8±1.5 



Values are presented as mean±standard deviation. 
a) p<0.05 compared with unaffected side. 
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of trapezius even though the frequency was slightly lower 
than the trapezius. Also, it was reported [12] that the in- 
fraspinatus creates the referred pain to the shoulder, the 
lateral aspect of the arm and forearm, radial aspect of 
the hand and the fingers, and FCR creates the referred 
pain to the radial aspect of the anterior forearm, the volar 
wrist and the palm, and flexor pollicis longus creates the 
referred pain to the volar aspect of the thumb and its tip. 
It was confirmed that there are many cases of myofascial 
pain syndrome on the above muscles. It is considered 
that clear results can be obtained from the aspects cre- 
ating the hand tingling by the myofascial trigger points 
when the treatment on the myofascial trigger points in 
each muscle is performed and the study of tracing and 
observing the changes of hand tingling are progressed 
based on the results of this study in the future. 

Measuring the pressure pain on the corresponding 
muscle out of the diagnosing methods for myofascial 
pain is an important method. The reliability depending 
on the measuring person or measuring frequency was 
comparatively high and it was reported that very high 
reliability from 0.9 to 0.95 appeared with the intraclass 
coefficient according to the studies by Chung et al. [13] 
and Chesterton et al. [14]. The significant difference was 
shown in this study when the pressure pain threshold 
on the affected side and the unaffected side is compared 
for the subjects. It was already an expected result before 
the study because of the characteristics of the myofascial 
pain syndrome. However, the significant difference was 
not shown when the pressure pain threshold was com- 
pared to the 5 muscles on the sick side for 25 persons 
with myofascial pain syndrome. Actually, the above re- 
sults may be derived from the less subjects of this study, 
but active and potential myofascial trigger points are 
distributed evenly on every muscle for VDT workers and 
it means that the pressure pain threshold on the muscles 
not appealing the clinical symptoms is similar with the 
pressure pain threshold on the muscle appealing the 
symptom. These results recognize the existence of the 
potential myofascial trigger points not only the active 
myofascial trigger points in the high risk group of disease 
creation for myofascial pain syndrome like the workers 
on VDT and it implies that the controlling of it is very im- 
portant. 

Cervical radiculopathy becomes an important cause 
of neck pain and disorder. The patients with cervical ra- 



diculopathy appeal the neck pain, paresthesia, and the 
radicular pain. According to the previous studies, the 
dermatome pain appeared more frequently in the C4 
level (60%) than in the C6 level (35%) and the C7 level 
(34.2%) [15]. It was reported that the hypoesthesia ap- 
peared in 1/3 of the patients and muscle weakness in the 
upper limb was 15. It was reported that C7 (range, 39.3% 
to 46.3%) and C6 (range, 17.6% to 42.6%) were the neuro- 
muscles of disease creation [15,16]. Ten out of 37 subjects 
(27%) of 1 C5 radiculopathy, 5 C6 radiculopathy and 2 C7 
radiculopathy and 2 C8 radiculopathy were diagnosed 
as cervical radiculopathy and it was the second highest 
frequency only to myofascial pain syndrome. Gener- 
ally, according to the dermatome, the C6, C7, and C8 ra- 
diculopathy can demonstrate paresthesia on the hands, 
but it was known that C5 radiculopathy does not create 
paresthesia on the hands. There were myofascial trigger 
points on the infraspinatus and trapezius not only on the 
C5 radiculopathy for 1 subject who was diagonosed as ra- 
diculopathy but also on the infraspinatus and trapezius. 
Therefore, the authors could not discern the cause of the 
hand tingling clearly, but it is considered that myofascial 
pain syndrome made a bigger contribution on the cre- 
ation of hand tingling than C5 radiculopathy. Neverthe- 
less, the result of this study that cervical radiculopathy 
showed frequency secondly only to myofascial pain syn- 
drome implies that recognizing and diagnosing cervical 
radiculopathy are essential besides the myofascial pain 
syndrome. 

Rotator cuff syndrome pain is created from the distrib- 
uted pain which usually appears abruptly and it expands 
to the arms and shoulders. The motion of lifting up the 
arms above the head worsens the pain and the pain be- 
comes more severe in the night sometimes and disturbs 
sleep. Far advanced cases may cause the weakness or 
impossibility in lifting up the arms to the front and pro- 
nation [17]. There was the rotator cuff syndrome in 4 sub- 
jects which is 11% of subjects appealing the hand tingling 
in this study and the myofascial pain syndrome was ac- 
companied in 1 subject out of these. There is a restriction 
of too few subjects in this study to say that the rotator cuff 
syndrome was the cause of creating the hand tingling, but 
the study result that the rotator cuff syndrome and hand 
tingling were accompanied in the state of excluding the 
other reasons through precise physiochemical examina- 
tion and the electromyography by the skilled examiners 
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implies that the rotator cuff syndrome may create hand 
tingling. 

Repetitive work requires maintaining specific posture 
while the specific muscles and tendons are used consis- 
tently and it damages on the soft tissue and can create 
restriction on the pain and movement due to the creation 
of inflammation. In addition, there was a report that 
pressure on the surrounded peripheral nerve may cause 
the pain, paresthesia and the weakness in the involved 
nerve distribution [18]. Three subjects with tenosynovitis 
who appealed the hand tingling without damage on the 
nerve through electrophysiologic study were found in 
this study. There is a possibility that only the tenosynovi- 
tis may not create the hand tingling because myofascial 
trigger points exist on the infraspinatus and trapezius in 
1 out of 3 subjects, and 1 subject accompanies myofascial 
pain syndrome with existing myofascial trigger points on 
the infraspinatus and rhomboideus. However, the causes 
from other musculoskeletal systems besides the tenosy- 
novitis in 1 subject of tenosynovitis were excluded, there- 
fore, the authors decided that tenosynovitis is a cause of 
hand tingling. The authors made the literature study, but 
the studies related to this subject were not found. There- 
fore, the authors believe that tenosynovitis contributes a 
part of hand tingling creation though the mechanism of 
referred pain. 

Carpal tunnel syndrome was the 5th cause of hand 
tingling in this study. Also, it may entail large treatment 
costs and cause the disorder [19] as it is a frequent dis- 
ease in the work-related musculoskeletal system. Age, 
pregnancy, obesity, rheumatoid arthritis, gout, and hypo- 
thyroidism are well known risk factors [20] . The powerful 
and repetitive movement of hands and wrists, and the use 
of vibrational tools were known as the work-related risk 
factors [21]. Eventually, the prevalence of carpal tunnel 
syndrome in the occupation group with such risky factors 
related with work has a high correlation also. The preva- 
lence of carpal tunnel syndrome in various occupation 
groups are varied from 0.6% to 61% [22]. The repetition, 
force, vibration, and excessive wrist posture are frequent 
risk factors related to work, but there was a study that 
VDT work is not exposed to such risk factors excessively. 
Silverstein et al. [21] reported that the risk of carpal tun- 
nel syndrome creation did not increase greatly unless the 
hands are exposed to the powerful movement and vibra- 
tion even though the repetitive motion was taken place 



for most VDT workers during typing. Viikari-Juntura and 
Silverstein [23] reported that the static posture on the ver- 
tebrate and upper limb appears on the VDT workers, but 
the wrist posture was not as serious since it was shown in 
other occupation groups. 

Comparatively low frequency of carpal tunnel syn- 
drome for the cause of hand tingling was shown in this 
study for the subjects of VDT workers as differently with 
the expectation of authors. There are many cases of treat- 
ment after evaluating the radiculopathy like carpal tun- 
nel syndrome usually when the patients appeal hand 
tingling. But it is considered that the high frequency of 
myofascial pain syndrome, cervical radiculopathy, rota- 
tor cuff syndrome, and tenosynovitis besides carpal tun- 
nel syndrome as causes of hand tingling of VDT workers 
in this study has a significant meaning clinically. 

There are many previous studies related to the creation 
of the working environment like working hours and work- 
related musculoskeletal system diseases and the level 
of seriousness. Knave et al. [24] reported the correlation 
between the daily VDT working hours of women and the 
appealing of musculoskeletal symptoms and Rossignol 
et al. [25] reported that the odds ratio of musculoskel- 
etal symptoms were increased in VDT workers who are 
involved more than 7 hours a day when the workers us- 
ing VDT and workers of no using VDT were compared. 
The working hours and the level of hand tingling were 
surveyed in this study, but it did not display the correla- 
tion. It is imagined that it is from the fact that most of the 
subjects of this study have similar VDT working hours 
and it is considered that the studies to survey the correla- 
tion with hand tingling for the diversified worldng hour 
groups are necessary. 

With regard to the restrictions of this study, firstly, 
sufficient analysis was difficult depending on diseases 
because of the minimal amount of total subjects and 
subjects corresponding to each disease group. Secondly, 
in relation to the VDT work, the analysis on the internal 
diseases such as the other diseases which may cause 
hand tingling, for example, thyroid disease, electrolyte 
abnormalities, and avitaminosis was impossible be- 
cause only neuromusculoskeletal system diseases were 
surveyed. Thirdly, 7 subjects exhibited myofascial pain 
syndrome out of the subjects who were diagnosed for 
cervical radiculopathy, tenosynovitis, and rotator cuff 
syndrome because of the work-related musculoskeletal 
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system diseases and the precise analysis on the cause 
of hand tingling of the subject was difficult in this case. 
Fourthly, the possibility of creating the hand tingling was 
comparatively high on the muscles of forearms due to the 
mechanism of the referred pain because of its anatomical 
location. In addition, the possibility of hand tingling due 
to the trigger points on the other muscles in forearms was 
not completely excluded because the trigger points on 
5 muscles in the forearms were evaluated in this study. 
Moreover, the exact aspects of hand tingling was not eval- 
uated depending on each muscle due to the ambiguity 
on the expression of appealing the hand tingling by the 
subjects. Fifthly, it was necessary to observe the change 
on the symptoms of hand tingling before and after treat- 
ing each disease in order to identify each neuromuscu- 
loskeletal system disease stated in this study as causes of 
hand tingling. However, the above study design was im- 
possible because of the characteristics of this study which 
was made as part of a large scale examination project. In 
spite of said restrictions, this study is meaningful in that 
it provides the basic data on the hand tingling studied for 
work-related musculoskeletal system disease with 876 
subjects of VDT workers who appeal the musculoskeletal 
system symptoms. 

In conclusion, in case of appealing the hand tingling 
by office workers in this study, the myofascial pain syn- 
drome was the most frequent cause and there were many 
cases of locating the myofascial trigger points at the 
muscles near to the shoulder such as the infraspinatus 
and trapezius. It is considered that the results from this 
study will be a meaningful basic data to the large scale 
examination project especially for the office workers who 
appeal the work-related musculoskeletal system disease 
and the related study thereto. 
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